Arlington Town Meeting 


Article 17 Amendment 

I, Christian Klein, hereby propose the following amendment to the recommended vote of 
the Board of Selectmen under Article 17 of the 2017 Annual Town Meeting: 

VOTED: In subsection E(3), the words "4 millimeters" will be replaced by "4 mils" so 
the amended subsection E(3) will read: 

“(3) Is at least 4 millimeters thick.” 

COMMENTARY: Thicknesses of plastic film are measured in thousandths of an inch or 
“mils”. Four millimeters is just under 3/16", which is far too thick for a bag. 
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